ROCHESTER,  N.  Y.,  ASBURY  FIRST  METHODIST  CHURCH, 

1050  East  Avenue,  American  Gothic  in  design,  the  exterior 
IS  built  of  Indiana  Limestone.  The  Tower  rises  to  on 
awe-inspiring  height  of  150  feet,  with  a  stainless  steel 
cross  affixed  to  its  tip.  The  grounds  consist  of  seven 
acres  with  parking  space  for  255  cars. 
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